
’Benson & Hedges oitra Lights: 6 mg "tar," 0.5 mg nicotine—LightslOO's: 5 
"tar!' 1.2 mg nicotine Merit Ultima: Kings 1 mg "tar." 0.1 mg nicotine; 100's 2 mg 
v' MOO's Box 6 mg mO.6 mg nicotine-Kings: 8 mg "tar." 0.6 mg nicotine-100's: 10 mg 
ine-120's8.101mle9ulaT.15mg"tar:' 1.1 mg nicotine-100's Men .15 mg "tar!' 1.2 mgn 
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